Cal! for Service Detail Report 

Master Incident: KIFD00761318 
Incident Status: Closed 
Incident Date: 08/21/2018 02:17:30 


CFS Information 

Incident Type: 

MEDIC 

Incident Status: 

Closed 

Priority: 

Priority 3 

Incident Type: 

MEDIC 

Agency: 

Fire 

Problem: 

Medic 

Taken By: 

WILLIAMS, Krystal 

Jurisdiction: 

KIFD 

Disposition: 

999 -Completed Fire can w/a 

Batalllon: 

Kirkland Fire 

Closed Time: 

8/21/2018 2:47:24 AM 

Response Area: 

KIFD-27 

Latitude: 

47.718491 

Response Plan: 

KI-Z27 MEDIC WEST 

Longitude: 

-122.204620 

Radio Channel: 

FTAC1 

CFS Location 

Common Name: 

Fairfax Hospital 

Location Type: 

Medical Clinic 

Address: 

10200 Ne 132nd St 

Cross Street: 

102ND LN NE/103RD PL NE 

Apartment: 

City, State: 

KIRKLAND, WA 

GEO Code: 

5771 


Caller Information 


Caller Name: 
I DC: 


21 M2 


Phone 
Call S 


425-821-2000 
911 - Cell 


Call Timestamps 


Phone Pickup: 

08/21/2018 02:17:30 

Received To Queue: 

00:00:29 

First Keystroke: 

08/21/2018 02:17:33 

Call Taking Complete: 

00:15:13 

Entered Queue: 

08/21/2018 02:18:15 

In Queue To 1st Assigned: 

00:00:08 

Call Taking Complete: 

08/21/2018 02:32:59 

Call Received To 1st Assign: 

00:00:53 

First Unit Assigned: 

08/21/2018 02:18:23 

Assigned To 1st Enroute: 

00:00:16 

First Unit Enroute: 

08/21/2018 02:18:39 

Enroute To 1st Arrived: 

00:00:04 

First Unit Arrived: 

08/21/2018 02:18:43 

Duration: 

00:29:54 

Closed: 

08/21/2018 02:47:24 




Res our ces A ss igned 

Unit Dispatched Enroute 

A29 02:18:23 02:18:39 

M23 02:18:33 02:18:50 


Arrived Patient Contact 

02:18:43 

02:20:40 


Cleared 

02:47:24 

02:28:06 


Call Transports 

Unit Name 

Address 

Mode 

Protocol 

Transport 

Arrived 

Cleared 

A29 Evergreen Hospital 

12040 NE 128TH ST 

Non-Emergency 

Non-Emergency 

02:35:44 

02:39:06 

02:47:24 











Call Logs 


Comment Performed 
Time By 


02:18:23 

02:18:33 

02:19:49 

02:28:47 

02:29:25 

02:32:05 

02:32:46 

02:35:05 


ESOlnt 


Comment 


External Case Number 'KIFD 20180005483' added for KIFD 


ESOlnt External Case Number 'REED 2C180007149' added for REFD. 

KW HEAD TRAUMA 

KW F 40S 

KW CONSCIOUS/ FYES OPEN BUT NOT RESPONSIVE 

KW CALL TAKEN IN NEW WORLD AT 0210 

KW NURSE WAS TRYING TO RESTRAIN A PT AND GOT HEAD HIT WHEN PT THREW THEIR HEAD INTO HERS 

KW 08/21/2018 02:16:22 drardall CBD BOOK ADVISING HEAD TRUAMA W/ DISORIENTATION IS MEDIC 08/21/2018 02:13:40 drandall PT IS A 
NURS^fVAS TRYIN GTO RETRAIN A PT A WHILE AGO AND THEY THREW THEIR HEAD BACK INTO HERS 08/21/2018 02:12:28 drandall RP 
IS ^^|/ FMP 08/21/2018 02:12:25 dnnd* PT LOCATED AT FRONT DESK 08/21/2018 02:12'19 d»and«T rvfS AQf STILL OPEN AND 
MOVING HAND AROUND 08/21/2018 02:12:12 drandall WAS RESPONDING FINE A FEW MINS AGO 08/21/2018 02:11:56 drandall ‘SHE'S 
NOT OKAY" 08/21/2018 02:11:26 drandall F 40‘5 08/21/2018 02:11:21 drandall CONSCIOUS / EYES OPEN BUT NO RESPONDING 
08/21/2018 02:11:04 drandall NURSE WITH HEAD TRAUMA 


iddress Changes 


'non 


Jarm Level Changes 



